1:11 


[A] A house, [the root of] which was damaged, and on [the gaps in the 
roof of which] one put sukkah roofing — 


[B] if the distance from the wall to the sukkah roofing is four cubits, it is 
invalid [as a sukkah] 


[C] And so too, [is the rule for] a courtyard which is surrounded by a 
peristyle. 


[D] A large sukkah, [the roof of which] they surrounded with some sort of 
material with which they do not make sukkah-roofing — 


[E] if there was a space of four cubits below it, 
[F] it is invalid [as a sukkah]. 


[I:1 A] R. Hiyya taught, “If there is uncovered, hence invalid air space, it 
invalidates at a measure of three handbreadths. If there is invalid 
sukkah roofing [as in the unroofed gap at M. 1:11B], it invalidates only 
at a measure of four cubits.” 


[B] Said R. Yosé, “We also have learned both of these rules [in the 
Mishnah]: 


[C] “If there is uncovered, hence invalid air space, it invalidates at a 
measure of three handbreadths, for we have learned: If one sets 
the sukkah roofing three handbreadths from the walls of the 
sukkah, the sukkah is invalid [M. 1:10/1]. 


[D] “If there is invalid sukkah roofing, it invalidates only at a 
measure of four cubits, for we have learned: A house, the roof 
of which was damaged, and on the gaps in the roof of which 
one put sukkah roofing, if the distance from the wall to the 
sukkah roofing is four cubits, it is in valid as a sukkah [M. 
1:11A-B]. 


[E] “Lo, if the distance is less, it is valid.” 


[F] What is the rule as to sleeping underneath it? [That is, if the 
owner of the sukkah slept under inadequately roofed-over 
space, hence the open air space, does he thereby carry out his 
obligation to dwell in the sukkah?] 


[G] R. Isaac b. Elishaya objected [that it is surely forbidden to 
sleep under that air space, for], “Lo, [the rule is that] soft mud 
completes [the requisite volume of natural water in an] 
immersion pool, yet it is forbidden to immerse in the soft mud. 
[One must immerse only in the water of the pool.] Here too 


